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CEO Bennett LeBow's Letter to American Smokers 

Bennett LeBow is the CEO of Vector Tobacco, the company that manufactures Omni cigarettes. 
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I am writing to tell you about a new development in cigarettes that we believe is 
important news for you - and destined to change the future of cigarettes. 

We recently introduced a new brand of cigarettes called Omni. Omni is important 
because it is the fi rst reduced carcinogen cigarette that_iasteSjjmpkes, and bums 
just like a ny other premium cigarette. 

As we all know, smoking is addictive and hazardous to your health. However, the 
medical community has identified specific carcinogens that are a major cause of 
lung cancer in smokers. In a groundbreaking move, we have greatly reduced many 
of these. 

Let me be perfectly clear - there is no such thing as a safe cigarette, and we do not 
encourage anyone to smoke. But, we strongly believe that if you do smoke, Omni 
is the best alternative. 

While Omni has not been proven to reduce health risks, the significant reduction of 
carcinogen levels is, in our opinion, a major step in the right direction. 

Sincerely, 



Bennett S. LeBow 
CEO, Vector Tobacco 
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